frame between the time I had written this
note and the time that he was actively engaged
in this type work and that things happened
and that there was a danger board there which
wasn't when I left; that he has to correct the
danger board first and that the top fell in and
that that's something we will have to deal
with later, but I did also mention to him
that if it had been cribbed right to start with
that it wouldn't be on the ground.

Q.  But you did not take any disciplinary action,

did you?

A.  No, sir.

With regard to the second pump incident, Mr. Blankenship
stated (Tr. 317-319):

Q.  On July the 30th, which is two days later,
of course, you state that the same or a similar
occurrence with regard to the loss of a pump
took place.  Is that not correct?

A.  Yes, sir.

Q.  Was this pump located at the same spad number
as the one before?

A.  Yes, sir.

Q.  1944.  And that's the same sump area that
served the same pump.  Is that correct?

A.  Yes, sir.

Q.  And you state here:  "When I asked Mr. Gravely
about this, he said he had no explanation."  Did
that take place?

A.  Yes, sir.

Q.  And then, did you tell him that you had no
choice but to relieve him from his duty because
of negligence?

A.  Yes, sir.

Q.  Now, what did you do after that in carrying
out your statement as to what you should do?proved of
